MONUMENT  RECORD 
State  of  Indiana  -  County  of  Monroe 


Section:  34 


Township:  10  North 


Range:  1  West 


Corner  ID:  Wash  0-23 


Monument  Description  &  Remarks:  5/8"  Rebar  with  cap,  "ARCHER  LS  8700094".  Survey 
Sign  2.5ft  above  ground  at  point  A 

References  On  File:  Steven  W.  Archer  survey,  John  Naylor  (2004),  on  file  in  Auditor  Office 
and  Eric  Lee  Deckard  survey,  William  Bradley  Gilliland  (2011),  on  file  in  Recorder  Office 
cabinet  D,  envelope  112 


RECOVERY  TIE  DRAWING 

Field  Book  41  Page  No,  £ 


Per  a  2017  survey  by  Eric 
Deckard  for  Vandeventer 
recorded  as  Instrument 
Number  2017016722,  the 
Archer  rebar  was  set  based 
on  a  section  break  down  and 
not  on  the  local  evidence 
available.  Eric  did  not  accept 
the  Archer  rebar. 


A  -  5/8"  Rebar  with  cap 

B  -  S  30°  W  13.5'  to  cross 
fencing 

C  -  N  39°  W  6,52’  to  MAG 
nail  in  7"  Pignut  Hickory 
D  -  S  83°  E  7,13'  to  MAG 
nail  in  7"  Shagbark  Hickory 
E  -  S  04°  E  28.55'  to  MAG 
nail  in  17"  Black  Oak 
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Not  To  Scale 
Compass  Bearing  Magnetic  North 


I,  Kevin  P.  Enright,  Monroe  County  Surveyor,  hereby  certify  that  this  document  was  prepared  under  my 
direction  in  accordance  with  the  provisions  of  sectionv3>6u2kl^-l  1  of  the  Indiana  Code;  aisd 'ifro iujbo v e  dat 
ts  given 


Administered  by  the  Monroe  County  Surveyor 
Date:  5-1&-2.01Z 
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Drawn  by;  TER  Print  date;  May  16, 20 1 2 


